From: Zanolli, Janice (DPH) 

Sent: Monday, April 23, 2012 9:58 AM 

To: Corbett, Kate (DPH); Frasca, Daniela (DPH); Glazer, Lisa (DPH); Lawler, Michael (DPH); 

Lleshi, Hevis (DPH); Medina, Nicole (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); 
Renczkowski, Daniel (DPH); Salemi, Charles (DPH); Saunders, Della (DPH); Sprague, 
Shirley (DPH); Tran, Mai (DPH); Zanolli, Janice (DPH) 

Subject: Lab week 


How about pizza day Friday for lab week? 

Janice L. Zanolli 
Administrative Assistant 
Drug Lab -Jamaica Plain 
Wm A. Hinton State Laboratory 
617983-6953 
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